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3.75 (c) [1) 

HOUSING FACIUT1ES. GENERAL 

** In "Chucky" the rtie&us macaques enclosure there were hoses lhal the facility is using for enrichment thal have a 
green film pn i|. In ^Juaniia' the olive bebopn and 'Ci'vtiab'v" file rhesua mecaquaa enpigaure there is mgiature 
damage to me Inside of iliare npglit houses. The fire hoses and nighi hoijsas must be oonsiructed In a manrier and 
made of malerials that allow them to be readily cleaned and sanitired, or removed or replaced when worn or soiled 
1pr the good heallii end well-being dI the enimels. Correct by March 11, 201€ 

3.78 (b) 

OUTDOOR HOUSING FACIUTIESs 

The night houses fo* the rxinhuman primaies have heat lamps. The heat lamps have energy efficieni bulbs thal are 
generally ueed 1ur lighling npl heating. There ia ng Qdd'rtronaJ bedding being pruvided in the nighi hgusdS- The use gl 
this type of bulb does not provide a sufftclant source of heal to adoquaiely protod the nonbuman p<imatos frtMn Iho 
cold- Last night the lemporature tVopped below Ireesing for more than * houns which oouW be detrimental lo lhe 
enimals heatih. The anirriels ohell ba supplied with edaquete heat end/br ervy eridiiienel heat spuroo fm' lha health 
arvd well-baing of the animals. Cwreol by February 1 ?, 3016. 

3.125 W REPEAT 

FACILITIES. GENERAL 

** In lhe grizzly bears enclosure there is old dog food caked into the ground and has not been removed In the 
gngipisure ggntaining the goolg, sheep end pigts. Ihere were pid bananai peels, pranges and Iresh such ea hey bale 
twino. and a plastjo contalrvor in the onok>sure. The banana paols woro rouen and odonforous. Tha puma's Igloo 
shelter had an abundance of debris that needs To be cleaned ouf. Food wasie, trash and debris needs to be proper^ 
dispDfied of Ip minimize vermin dnle^fetipn, adero end dioeaBe hazards. 
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3.125 REPEAT 

FACILITIES. GEMER A L 

** In Ihte blacl< bear encIcKure there is a horizomtal wood beam with a lire suscended from it using a cbain The chain 
is wearing gn Ihe wgad beam and it has dawn thg miodig. This beam is ngt slruclurpJly sound end etiguldl be 
ropain:^ and'or replaced lo preyant the celllrig Irom collapsing on llte bears. 

"In lha grizzly bears encigsure- there ai% poriidns gF the Fencp panel that bave been out leaving sharp pointed ends 
that could potentially injure tbs ammals. All sharp edges and pomls shall bo removed to prelect Ihe bears from injury. 


The inspection and exit interview was conducled wilh the owner, 
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